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OIL  FUEL   AT SEA.

fine spray. In the furnace, each particle constituting tho
spray is completely surrounded by the air neoeaaary for
combustion, and the whole bursts into flame at a few
inches distance from the orifice of the burner,

The dotted cross-connecting pipes shewn in Fig. 5, m
used for circulating the oil during the process of starting
the fires. It enabtaa the oil to be circulator! through the
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heater preparatory to lighting the iiren, BO that itn l.wu
perature may bo raised tho required amount'.
Kg. 6 is a plan view of a pressure jot installation,
arranged for two boilerB,
The   oil-burning   apparatus,   coneiHting   of    ill tern,
pressure pump and heater, IB in duplicate ;   the port* and
starboard seta being cross-connected so that cvlther
be brought in to take the load at short notice.
The importance of keeping the  oil   free from